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SUBJ: GERMAN ZIRCONIUM TUBES TO ROMANIA 
REF: A) COCOM DOC. (78) 515, B) STATE 185485 

1 . GERMAN DEL HAS PROVIDED FOLLOWING RESPONSE TO U.S. 

QUESTION REF. B: "TUBES PROPOSED FOR EXPORT ARE NOT DES- 
TINED FOR USE IN A ROMANIA NUCLEAR POWER PLANT (THE 
QUANTITY OF 150 KGS BEING TOO SMALL FOR SUCH A USE)BUT 
FOR TESTING PURPOSES. THE END-USER IMGB IS AT PRESENT 
TESTING DIFFERENT MATERIALS TO VIEW THEIR BEHAVIOR DUR- 
ING THE NORMAL PRODUCTION PROCESS (MECHANICAL TREATMENT, 

PLASTIC DEFORMABILITY, WELDABILITY) IN ORDER TO FIND 

OUT THE MATERIAL MOST SUITED FOR THE PRODUCTION OF 
HEAT EXCHANGERS FOR NUCLEAR POWER PLANTS." 

2. GERMAN DEL INDICATES THAT FIRM IS LIABLE TO PENALTY 
PAYMENTS IF THE SHIPMENT IS NOT MADE IN VERY NEAR FUT- 
URE AND THAT HIS AUTHORITIES WOULD LIKE TO GET U.S. 

POSITION BY AUGUST 16. 
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3. ACTION REQUESTED: U.S. POSITION BY AUGUST 16. 
KATZ 
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